ST.  PAUL'S  EPISCOPAL  CHURCH,  Pendleton, 
South  Carolina;  Organized  1819:  Built  in  1822. 
Old  handpumped  organ  (1848)  bought  by  Mrs. 
John  C.  Calhoun,  balcony  for  slaves  and 
churchyard  are  noteworthy.  General  Barnard 
E.  Bee,  Thomas  G.  Clemson,  William  H.  Tres- 
cott  worshipped  here. 
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